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XXXII. Comparifon between Sir George Shuckburgh and 
Colonel Roy's Rules for the Meafurement of Heights with 
the Barometer; in a Letter to Col. Roy, F. Ri S. from 
Sir George Shuckburgh, Bart. F. R. S, 



TO COLONEL ROY. 

_ „ Welbcck Street, 

■° 1 1^> April 20, 1778. 

Read May 7, QiNCE the printing of your ingenious 
^-^ memoir on the fubjedl of meafuring 
heights with the barometer, I have been naturally led to 
a comparifon of your rules and obfervations with my 
own*^"^; and herein am not more pleafed than furprized at 
the general correfpondency of our refults, which carries 
with it the appearance of one and the fame feries of ex- 
periments, rather than of diftindt obfervations made with 
different inftruments, in different countries, and by dif- 
ferent perfons. That the ftandard temperature or zero 
on the fcale of the thermometer Ihould be found by each 
of us to fall in the fame point to within one-third of a 
degree is, I think, truly furprizing; and I doubt not will 
evince to Mr. de luc the ftrong probability there is of 

(a) Vide Phil. Tranf. vol. LXVII. 

Vol. LXVIII. 4P the 



68a Sir g. shuckburgh's Letter to Col. roy on 
the neceflity of correding his I'ules. But nlthough in 
this effential and fundamental part of the inquiry we 
agree, there are, neverthelefs, fome little circ\imftances 
wherein we differ; it is the fubjeil of this letter, sir, to 
point out to you the degree of our differences, a compa- 
rifon that I had the pleafure (lightly to exhibit to you a 
few days ago, and which I truft will not be found unim- 
portant to thofe who may be engaged in thefe purfuits : 
if, therefore, you judge thefe remarks of fufficient mo- 
ment, I will beg the favour of you to lay them before the 
Royal Society, as the beft means of communicating them 
to the public. 

The two chief caufes of our difference are, the expan- 
fion of quickfilver and the expanfion of air. I fhall be>- 
gin with the equation for quickfilver. 

The mean temperature of ordinary barometrical ob- 
fervations, I apprehend, will generally be found to lie 
between 40° and 70° on Fahrenheit's thermometer; 
now the mean expanfion in this range, according to your 
obfervation, is ,0323 inch on a column of 30 inches for 
10° of heat; by my table it is only ,0304 inch, the dif- 
ference ,0019 inch is equal to about 20 inches in the 
refult of the height, when the temperature of the two 
barometers differs 10°, and this may reafonably be ex- 
pected only in a height of 3000 or 4000 feet. In aa 

obfer- 



the Meafurement of Heights Kvith the Barometer, 683 
obfervation on Mount iEtna,one of the greateft acceffible 
heights in Europe^ the diflference of temperature at the top 
and bottom might amount to 30°, and this would occafion 
a difference of about five feet, which, I apprehend, may* 
be reckoned inconfiderable in a height of 11,000 feet. 
In fa<5t, in an obfervation on this mountain by Mr. des- 
SAUSSURE it amounted to only 3I feet. I may add, that 
your equation makes the computed height lefs than 
mine. 

I proceed to the expanfion of air. Your equation is 
various according to the circumftances, the difference 
therefore of our refults will, according to the circum- 
ftances, be various. The following table will give the 
quantity of this difference, viz. it Ihews how much your 
refult is + or - mine upon one thoufand feet, according, 
to different prefTures of the atmofphere and different 
temperatures. The firft column to the left hand con- 
tains the mean heat of the column of air between the two 
barometers; the figures in the horizontal line at top are 
the mean height of the two barometers, or mean preffixre 
of the atmofphere; the common point of meeting in the 
different columns gives the difference of our refult in 
feet, according to the refpedtive circumftances. 

4 P a Mean 
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Thus, if the mean height of the barometer were 27 
inches, and the temperature 5 2°, the difference of the 
refults would be four feet in athoufand; how far, there- 
fore, this is of moment is left to the judgement of the 
obferver. I conclude laftly, sir, with a comparifon of 
your actual obfervations made in Great Britain computed 
after my tables, deduced from a feries of obfervations 
madeinSavdy. I have indeed only collected fixteen of 
your obiervati<ms; but as I have ehofen fuch as prefented 
themfelves as moft proper, either on account of their 
heights or temperatures, I imagine thefe will be very 
fatisfaSory. 
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Thus it leems, that the error of my tables, froiri a 
mean of all thefe obfervations, amotints to + x^VoJ of 
yours, to + tosW* but it muft be remarked, that the ftan- 
dard temperature, from whence I compvite, is 31 ",24 of 
FAHRENHEfT, whcrcas inyour computations it is affumed 
at 32°,o; this difference of o'',76 is equal to y^sos i"^ the 
corredlion for the expanfion of the air : if then we were 
to fet out from the fame zero, viz. 3 2" (which I have 
propofed, fee p. 569. of my memoir, Phil. Tranf. vol. 
LXVIf,) the error of ray tables, according to your ob- 
fervations, would become only rs^^ that of yours re- 
maining Vw^' I would by no means from hence con- 
clude, that any preference is to be given to the former, 
but would lay, that in moft praitical obfervations, in 
thefe countries at leaft, it is indifferent which method is 
tifed- Thefe fame comparifons alfo afford us another 
piece of information, viz. that xmder fimilar conditions 
the denfity of the atmofphere is the fame, whether un- 
der the parallel of 46 or 56 degrees of latitude. Till, 
therefore, more accurate obfervations than thofe of Mr. 
BOUGUER '"' can be obtained in the neighbourhood of 

the 

(a) Mr. bouguer's obfervations I hold inadequate in fuch an inquiry, not 
orjly on account of their incorreftnefs (for they are related only to the J of a 
French line), but particularly inconclufive, allow them all the precifion you 
pleafe, as they were not fynphronous; infomuch, that we are uncertain whether 
thofe obfervations, which (hould be correfponding in point of time, were made 
within fix months of each other : and with regard to the temperature of fome of 

them 
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the equator, I fliould be extremely cautioias bow I ad- 
mitted a latitudinal equation ; nor do I think the fingle 
obfervation, related in 'the Voyage towards the North 
Pole-, of fufficient authority itfelf to eftablifh luch a 
theory upon ^''^ . 

them we are ftill more at a lofs, having a range of no lefs tkan 38° to aflumc 
it in (vide Voyage au Perou, p, 29.). The mean, hovpever, of his five o' fer- 
tions, according to my computation, would bring the zero of the fcale to about 
40' of Fahrenheit: but till it can be proved, that in this uncertainty of 
38° we have, in fixing upon the mean, got the true temperature to within 8*; 
and alfo, that during many months the barometer in the fame place had never 
altered a fmgle line: till then, I fay, no fair conclufion, in point of theory, 
can be drawn from thefe experiments, for with fuch fuppofcd errors or varia- 
tions the Peruvian ob ervations will agree exadly with thofe in this climate. 

{b) It fcems extraordinary, that the heights of the quickfilver, obferved on 
the fea-lhore with one of Mr. ramsden's barometers, fliould differ a quarter 
of an inch from the height of the fame obferved the fame day, and almoft at 
the fame hour, with Mr. nairne's marine barometer on board a fhip (vide p. 
1 35 and 148. of 7he Voyage towards the North Pole). This difference, there- 
fore, I think remains to be explained, if the experiment is to be made ufe of in 
this inquiry J for this fame marine barometer, compared a few days ago at Mr. 
ibbetson's, fecretary to the boaixl of longitude, with one of my own, that I ufed 
in Savoy, agreed with it to within 0,04 inch. It may alfo be remarked, that 
Lord mulgrave's obfervation in lat. 79° 44' brings the zero to about 64°; fo 
that between the lat. 56° and 79° (equal 23*) the zero of the fcale moves 
through a fpace of no kfs than 32°; whereas, between the lat. 46° and 56° it is 
perfeftly ftationary, at leaft as to fenfe, having altered only one-third of a 
degree: which great want of proportion, I think, is of itfelf fome argumen^ 
againft the exiftence of fuch a latitudinal equation. Moreover, Mr. bouguer's 
obfervations brings the zero of the fcale on the fame fide of 32° with Lord 
mulgrave's, viz. to about 40°, fo that, if any deduftion is to be drawn from 
thefe obfervations, it is, that the air, both at the equator and at the pole is heavier 
than in middle latitudes, which is no very probable conjeaure, and, I appre- 
hend, more than is intended to be proved. I Ihould have a&ed pardon for the 
freedom with which I have difcufled this inquiry, were I not affured that the 
acquaintance and friendfhip of my Lord muigraVe, which I have experienced 
for fome years, will lead him to attribute it to its proper motive. 

I fliall 
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I fhall now beg leave to conclude with what I flattei 
myfelf will not here appear improper, a new rule for 
reducing the obfervations, and which I hope will be 
found particularly commodious, as it requires no loga- 
fithms, nor any other than the following Ihort table, 
which may be engraven upon the fcale of a thermome- 
ter, and therefore, always accompanying the inftrument, 
will ferve for computing the obfervations upon the fpot, 
(if the height ihould not exceed 4000 or 5000 feet) 
which, I apprehend, will frequently be found very fatif- 
faftory. 

•* < — — _ I—., 1,1 - ... 

The adjoined table gives the value 
of ~th of an inch on the barometer 
in feet in the atmofphere, when the 
quickfilver ftands at 30 inches, for 
every five degrees of temperature 
from 32° to 80°; and for any other 
height of the barometer it will be in 
the inverfe ratio of that height to 30 
inches. Thus, let a be the mean 
height of the two barometers in 

inches; « the difference of the two 

barometers in i oths of an inch ; ^ the number taken out 
of the adjoined table ; x the height in feet; we have then 
the following expreffion, ^^^a?, the height required. 
I have the honour to be, 8cc. 
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